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X.  Shower and laundry (n.d., recent)

Y.  Sawmill (n.d., recent). Machinery from ca. 1940, rough cut, sawmill,
by Willy's jeep motor.

Z.  Bunkhouse (n.d., recent).

Powered Johnson Cabin: ca. 1913-14, log structure with gabled roof,
